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NO NEED TO REMOVE DISTRIBUTOR | 
Se A ATES AD NANTON 
NO NEED TO ROTATE ENGINE 


DOES THE JOB IN 1/3 THE TIME 
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WHICH MEANS MORE Ziggee> FOR YOU 


PACE LABORATORIES INC. 


2108 PAYNE AVENUE ° CLEVELAND 14, OHIO. 
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SNAP-~GAP is a precision guage designed to simplify the problem of 
setting distributor points. It gives a uniformity and accuracy 
never before possible with ordinary adjustment methods. 


SNAP=GAP is easy to use] 
Slip SNAP-GAP micro-precision ring over distributor cam. 


Use appropriate guage and companion adapter to make final ad- 
justment in the same way an ordinary feeler guage is used. 


The SNAP-GAP micro-precision ring ismade to extremely fine toler- 
ances. It converts the distributor cam into aperfect circle, elimin- 
ating all need to adjust cam position. SNAP-GAP is particularly 
useful for point adjustment on cars where the distributor location 
is hard to reach and difficult to see. SNAP-GAP also permits the 
setting of dual points in one operation instead of two. 


The professional set, SG-1, is designed to give the mechanic complete 
coverage. It includes five micro-precision rings designed for all 
6 and8 cylinder cams. It also includes a complete range of feeler 
guages and companion adapters mounted in a handy 23/4" handle. The 
unit is compactly arranged in ahi-impact, compartmented, pocket size 
plastic box. A complete list forall cars since I946 is permanently 
stamped inside the hinged cover. 


The SG-| professional kit will set distributor points onall Ameri- 
can 6 and 8 cylinder cars whose points can be set by the feeler 
guage method, 


DEALER NET PRICE 


PACE LABORATORIES, INC. 


PRECISION AUTO-CONTROL ELECTRONICS LABORATORIES, INC. 


2108 PAYNE AVENUE CLEVELAND 14, OHIO MAin 1-3760 
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